FEATURES + BENEFITS 



■ madeinitaly 



SINCE 1985 



ADJUSTABLE TEMPLES 

Customize fit + eliminate pinching 



QUICK CHANGE™ 

Interchangeable lens system 




SAFETY PROJECT™ 

Hidden hinges + side protection 



Z87.1+ CERTIFIED LENSES 

Lifetime lens guarantee 



ADJUSTABLE NOSEPIECE 

Custom fit /no fog /no slip 



iubdued logos, matte black frames + 3 year frame warranty 

jght Transmission for Photochromic Clear lenses: 17% - 78% 

Hard Case + Microfiber Pouch included with every model 

description (Rx) options for every model - Direct in frame or removable optical 
idapter, perfect for contact lens wearers 



E 



ImpactX™ molecular semi-rigid 
properties for enhanced safety 



Guaranteed unbreakable for life 



JHAT IS Z87+ 

JSI Z87.1 is the American National Standard that covers the basic requirements for personal eye and face 
Dtective devices to minimize or prevent injuries from impacts, non-ionizing radiation and chemical agents 
occupational, educational and military environments. This Standard sets criteria related to the description, 
neral requirements, testing, markinq, selection, care and use of these protectors. 



"Superb quality & unmatched clarity; that is what comes to mind when I think of Rudy Project. 
Since trying my first pair over a year ago I have been using them exclusively when I am on the rang 
Simply put, if there were better shooting glasses I would be using them - Rudy Project is the best" 

Larry Vickers 

Vickers Tactical, Inc. 



SHOOTING KITS 



All Rudy Project Shooting Kits Include: Matte Black Frames, Patrol Case + Microfiber Pou 




Rydon Shooting Kit 

• 5 Sets of Interchangeable Lenses 
(Laser Copper + Action Brown + Clear + Yellow 
+ Racing Red) 

MSRP $280 



Noyz Shooting Kit 

• 3 Sets of Interchangeable Lenses 
(Laser Black + ImpactX™ Photo Clear 
+ ImpactX™ Photo Red) 

MSRP $330 



Magster Shooting Kit 

• 3 Sets of Interchangeable Lenses 
(Laser Black + ImpactX™ Photo Clear 
+ ImpactX™ Photo Red) 

MSRP $355 




I 




Genetyk Shooting Kit 

• 3 Sets of Interchangeable Lenses 
(Laser Black + ImpactX™ Photo Clear 
+ ImpactX™ Photo Red) 



MSRP $355 



rudyprojectusa.com/tactical 




101 5 Calfe Amanecer 
San Oemente, CA 92673 



Chris Lupo 
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